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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 




Mazdoor Kisan Shakti Sangathan 
"The Right to Information, The Right to Live'' 



IS 10567 (1983) : Dimensions and designations of optical 
filter mounts for photographic equipment [MED 32 : 
Photographic Equipment] 
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'Step Out From the Old to the New" 
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Satyanarayan Gangaram Pitroda 
Invent a New India Using Knowledge 
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''Knowledge is such a treasure which cannot be stolen" 
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IS : 10567 - 1983 




Indian Standard 



( Reaffirmed 2001 ) 



DIMENSIONS AND DESIGNATIONS OF 
OPTICAL FILTER MOUNTS FOR PHOTOGRAPHIC 

EQUIPMENT 



1. Scx>pe — Specifies dimensions and designations for photographic series filter mounts. 

2. Dimensions and Designations 
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Ring 
Size 
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Al! dimensions in millimstres. 
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Note — The outer dia of certain big size filter rings may exceed the values given above depending upon the 
specific outer diameter of relevant bigger tele lenses. 



Adopted 31 January 1983 



O September 1983, ISI 



Gr 1 



INDIAti STANDARDS INSTITUTION 

MANAK BHAVAN: 9 BAHADUR SHAH ZAFAR MARS 

NEW DELHI 110002 



